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By 19 S®pt<SMber 1953- a sable was to bs laid for th® KV#-! batwe®n Gross 
HsuendoriT (0 53/"/ 57^ a.n.i UchtsJiberg (0 5.3/1^ 53) in the Frankfnrt/Ocler isrsac 
Th® cabls consisted of 30 strf^id? of wire each 0,>9 M la dia^tsr.>. Six^ ^ 
re'traiisBiit.ting terajilnals wer® also to bs ©steblipheda ’Sn® cabj-e was^ jaid^ b/ 
the RFT “FeiOTjalriekabel teiagenba.U-.Bei’lin'^ and will later be mainteired by xSm 
G ejman poetal adraini..stration.j , ' ? 
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1 |th 3 piirpoea of the cable has not aeen determined »| | 

1 * ^the cable mantioned wi.U be pait of a Koro cijs^j-eheaeive 

cable laying pm^ect.. 
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